To:  McComb,  Martin[McComb. Martin@epa.gov] 

From:  Petri,  Elliott 

Sent:  Mon  8/1 0/2015  5:07:53  PM 

Subject:  RE:  Gold  King  Water  chemistry  - current  as  of  increased  flow 


Saw  it,  just  trying  to  make  sure  we  have  all  the  Water  quality  data  in  there  too  that  I collected 
with  the  samples  (pH,  conductivity).  It  is  all  in  ID  2622. 


Elliott  Petri,  PE 

Weston  Solutions,  Inc. 

1 435  Garrison  St,  Ste  1 00 
Lakewood,  CO  80215 


Ph:  303-729-6156 


Cell:  719-216-2754 
Fax:  303-729-6101 


From:  McComb,  Martin  [mailto:McComb.Martin@epa.gov] 

Sent:  Monday,  August  10,  2015  11:01  AM 

To:  Petri,  Elliott  <Elliott.Petri@WestonSolutions.com> 

Subject:  Re:  Gold  King  Water  chemistry  - current  as  of  increased  flow 


Please  see  my  recent  email. 

Sent  from  my  iPhone 

On  Aug  10,  2015,  at  10:59  AM,  Petri,  Elliott  <Elliott.Petri@WestonSolutions.com>  wrote: 

Hi  Steve, 

I have  not  received  results  from  the  July  15th  samples  yet,  ESAT  is  still  processing  them. 
Jan  sent  a report  comparing  pretreatment  water  last  year  to  the  effluent  sample  I submitted. 


Thanks, 


1790397 


ED  000552F  00007706-00001 


Elliott 


Elliott  Petri,  PE 

Weston  Solutions,  Inc. 

1 435  Garrison  St,  Ste  1 00 
Lakewood,  CO  80215 
Ph:  303-729-6156 
Cell:  719-216-2754 
Fax:  303-729-6101 


From:  Way,  Steven  [mailto:wav.steven@epa.gov] 

Sent:  Monday,  August  10,  2015  10:55  AM 

To:  Petri,  Elliott  <E11iott.Petri@WestonSolutions.com>:  Christner,  Jan 
<Jan.  Christner@WestonSolutions.com> 

Cc:  McComb,  Martin  <M cC omb . M arti n @ epa . gov > 

Subject:  Gold  King  Water  chemistry  - current  as  of  increased  flow 


Elliott, 


Please  let  me  know  what  you  can  on  the  chemistry  from  the  mine  before  treatment.  Not 
sure  what  we  have  received  in  data  reports  on  current  samples. 


Please  compare  it  to  the  previous  data  sets  - seasonally. 


THanks 


1790397 
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Steven  Way 


Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or 
proprietary  information  without  the  written  permission  of  Weston  Solutions,  Inc.  is 
strictly  prohibited.  If  you  received  this  email  in  error,  please  notify  the  sender  by 
return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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